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by devotees of golf.1 Portable acetylene flares have also been
used to illuminate bowling-greens by night, but these were
essentially outdoor installations and hardly come within the
scope of this chapter.

Two of the most interesting installations so far described
are the covered lawn-tennis courts at Dulwich2 and Liverpool,3
designed by Mr H. M. Rootham, and lighted respectively by



FIG. 181.-

-View of covered tennis court at Liverpool, showing side-lighting
by tungsten lamps in special reflectors.

high-pressure gas and electricity. Views of these courts are
shown in figs. 180, 181. In both cases four lamps are spaced
down each side of the court and equipped with special reflectors
screening them from the eyes of the players. At Dulwich gas
lamps stated to give 1500 c.p. were used; at Liverpool 1000-c.p.
tungsten lamps. There are also lamps in conical shades at
either end of the court, so as to produce a specially strong illu-
mination near the service line and enable a player to observe
his opponent closely when in the act of serving. The actual
illumination on the courts at Dulwich is about 3 foot-candles.
1  Ilium. Eng., London, vol. vi., 1913, p. 299.
2  Ibid., vol. iv., 1911, p. 273.
3  Ibid., vol. vi., 1913, p. 507.